c 


Cronklte and CBS Warren Report, 10 pa, 6/25/67, Cq. 


Critical 
of FBI 


■ 

Thla vaa the first of a four part show. 

The ahow opened with rifle re-enactment of the shooting* 
Cronklte apolce of the rumors which followed the assassination. He 
Hated the Commission and spoke of the agencies. Including FBI, 

The ahow traced the Commiaaion* a findings on Oswald’s 
aotlTltlea Jj/^/63* ^ Dld LRa ( Le , Harvey Oswald) ahoot President 

r ( 2 ) Vaa thera more than 1 asaasalnT (3) Was there a °°*} a P£ r * c F* 

(k) Why are not the American people satisfied with Warren RptT Four 
shows . Thla 1st ahow will deal with the flrat heading. 

1. Did LHO own a rifle? Bo reasonable doubt, CBS 

shows the evidence that he owned one. „ . _ _ . 

2. Did LHO take hla rifle to Book Dept. Bldg? Frasier 

and his slater stated LHO had package which LHO Bald were curtain 
rods. Discussion about testimony as to the length of pkg. CBS 
sera reasonable conclusion is LHO took rifle to the Book Dept. Bldg. 

3 LHO’s whereabouts at time of murder* The two men, wno 
were In window below where LHO allegedly was standing, Borman* Januat 
5th floor window, stated LHO was on 5th floor. Gibbons, another 
Book Depository employee, said he saw LHO about 1 or 
12 on 6th floor. Arnold Rowland and hla wife were on the ground and 
he said he saw a rifleman In ^different window than Commiaaion aays. 
Mrs. Valther, another ground observer, says she saw 2 men, ^eaoh wi, 
guns in 4th or 5th floor. She aays other man had Sorter gun. 
too. Mm. th.n 15 °1«. «w "plp»* JtUklng out th. wlnio. on 

6th /loorT Howard Brennan stated he saw the assassin firing. He * . 

related seeing man firing last shot. Mrs. Walth er was interviewed by 
FBI, but never by the Commission. CBS concludes LHO was In tna 

building probably on the 6th floor. r y 5 '^* 1 

, k # ' Was LHO* a rifle fired from the bldg? The 0 

evidence was relied upon by the Commission. Wrltaman described how 
he found it. He admitted he thought from a glanoe it was a Mauser, 
he admits It was a mistake. Dr. Nlcol stated It was hla opinion t^e 
■hrtfcs were fired from LHO’s. CBS concludes it was. - 

i 5. How many shots were fired? Eyewitnesses conflicted as 
to the some siylng 3. •<>«• k- CBS concludes 3. Discussion 

of the ZaDruder film to determine the number or snots. 

6. How fast could rifle be fired? All tests were fired 

L rnt eta tlo^arv targets. FBI will not comment on why . CBS constructs 
Urget anS Saci S ti.t fire the rifle. Eleven "jjk.nen tried. 
Results varied, Maryland State Troopers. CBS* A rifle like LHO a 
could be fired In 5.6 seconds or less. Fast' enough. 

7. Vha t was the time span of the shots? Dr. Lula Alvares 
of Unlv. of Calif, reviewed Zapruder film * Wycoff analysed film. 

Blur In frame 190 possibly caused by Zapruder being etartled; this 

also caused In 313. 1 

an Indication that some 20 frames before Comm, said lstushot was 
fired, the shot was aetually fired. CBS tested this and found 
cameramen would Jump. * _ 
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CBS raises question of whether the "clock? the camera* 
was correct. 

CBS additions. \ \ ' '. • 7 ' 

Indirectly ,(1) Frame 186 was when 1st shot fired. 4 
critical of FBI ’ (2) Zapruder camera ran Blower than Corma. thought . 1 

(3) Rifle could be fired In time span. First shot 
missed, sara CBS. This confirms what Got. Connally believes, that 
he heard first shot, was hit by the second. 

CBS findings strengthened Varren Coma. Rpt. 
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